Certificate No.: IN/17028 



Certificate 
of Approval 

This is to certify that the Quality Management System 




at 

CLASSIC & CO. 

Vill.Surikhali, P.O.:Panchla, 

Dist:Howrah - 711322, West Bengal, India 

has been examined by Assessors of QMS Certification Services Pvt Ltd, 
and found to be conforming to the requirements of 

ISO 9001:2015 

i 

In respect of the following activities: 

Manufacture and Supply of Electrical HV & LV, AB Cable Accessories and 
Transmission, Distribution Clamp and Connectors, Thermoplastic Proekicts & 
[different types of Rubber and Resin moulding products, Ferrous and Non¬ 
-Ferrous Metal Machined Products as per Customer’s Requirement such as Indian 
railways (Carriage, Wagon and Locomotive), Indian Diffence, Indian Electrical 
Jistribution Bodies and any Corporate Sectors 


Current Issue Date 19/05/2019, Valid till 05/06/2020^ 
Original Certification 06/06/2017 


QMS Certification Services Pvt, Ltd. 
AFF-1 , T Srivari Enclave', 4/7, 
Raghavendra Colony, 
Yeshwanthpur, Bengaluru - 560 022, 
Karnataka, INDIA 
e-mail :qmscspl@gmailxom 


Accreditation No. : Q1YIQ2Q 


★ Subject to compliance with requirements specified in Sendee Specification & Agreement 

★ To check the validity of this certificate please visit www.qmscertification,com 


Sanjay 
Managing Director 
















